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1. A military fuel depot is located on the Adriatic coast, northeast of 
Pulj. Built by the Italians during World War IT, it was heavily damaged 
by Allied bombings, but has since been yepaired. With a total capacity 
of 16,000,000 liters, the depot serves the needs of the Yugoslav Arny, 
Navy, and Air Corps exclusively. A small harbor adjoins the depot and is 
comected with it by means of pipes, through which fuel is pumped into and 
dram from the storage tanks. The entire depot was built ina wooded area, 
and thus is quite well concealed. Gasoline, formerly imported from 
Rumania, is now supplied by the United States, Great Britain, and Italy. 


2. Depot installations are as follows: 


- | a. The depot directorate building, housing offices and quarters for 
officers and enlisted men, as well as a military mess and a first-. 
aid statione 4 


b. A storehouse, built of wood and brick, 80 x 15 meters, in which are ae 
stored various types of of] in 200-liter barrels. 


c. An electric poser station, equipped with one dynamo, which supplies 
current to run the pumps and to light the depot. 


d. Four 1,000,000-liter naphtha tanks, covered on top with thick cement 
plates. 


@. Four 2,000,000-liter gasoline tanks. 


£, Four 1,000,000-liter aviation gasoline tanks. All tanks are covered 
with fire clay. 


go Harbor installations, including a dock on which pumps are mounted. 
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